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Moving below the last known floor of the underground 
structure I found a wide opening with an arching roof. This 
portion of the structure spans almost the entire length and 
width of the structure above. It is warm here and there are 
intermittent blasts of intense heat generated tov round 
cylindrical objects which are parallel to the floor of the 
st r uc t ur e 

The ceiling of the structure seems to be corrugated 
metal or concrete ribs reinforced with steel. The floor is 
smooth concrete and there are lines — yellow and white and 
red painted on it in box shapes. There are keros£ne smells 
and loud, high pitched sounds which hurt my ears. 

The structure floor slopes upward gradually toward 
fresh air and light. The incline is not steep at all it is 
very gradual . 
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